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Version 

151123SU 

160128SU 



8p 

Automatic Pallet > Max. Workpiece Size 

Max. loading capacity 
NHM 6300: 1500(3306.9) 

Max. loading capacity 
NHM 6300: 1200 (2645.5) 
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Machine Specifications 

Max. loading capacity 
NHM 6300: 1500(3306.9) 

Max. loading capacity 
NHM 6300: 1200 (2645.5) 

Error correction 
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network 

4Factories 

Doosan Infracore Namsan Factory 
Doosan Infracore Daewon Factory 
Doosan Infracore Sungju Factory 

3 Factories 

Doosan Infracore Namsan Factory 
Doosan Infracore Sungju Factory 

Error correction 
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2015-11-23 

lip 

Optional Accessories > 

Cutting Oil Cooling System.Linear Scale Feedback 
System 

Cutting Oil Cooling System, 
Linear Scale Feedback System 

Cutting Oil Cooling System --> option icon added 
Linear Scale Feedback System --> option icon added 
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150510SU 

150706SU 
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Table External Dimensions 

24-d>18x2 TAP 

24-M16xP2.0 
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